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Mo fKin-compliant items ideniHied during this inspection. 


Accompanied on the inspecllon by ibe Owner, Crndy Rhodes, ACI, Sheryl Fuller, AC VMO. and Tracy 
Thompson, AC VMO.Eidt interview conducted witti facility representative. 


TRACT THOMPSON, D.V.M. 


By; 

TRACY A THOMPSON , D . V.M. USDA, APH IS, Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 5&44 


(b)(e), (b)( 7 )(c) 


Page i {jf i 


Date: 

04 March £013 


Date: 

04 March £01 3 


Insp e cxioil Rep olt EKplaliatioli: http : / /unirw. iphis .us da. gov/ sOdlnsLlirelf al-e / doWTilo ads /IR_E>5)lali3ttioli.p df 






